Erratum 

On page 205 of the February 1968 Bell System Technical Journal, 
the drawings of Figs. 10 and 11 were inadvertently transposed. Fig. 
10 is the drawing with the gate electrode marked -100V, and Fig. 11 
is the drawing with the gate electrode marked +100V. 


